ADVERTISEMENTS

NEW & REVISED EDITION

SANITATION IN INDIA

THE 4th edition of Dr Turner's
manual on  Municipal Sanita-
tion in India.    Every chapter
revised, Valuable statistics. Entirely
new sections dealing with "Food",
"Malaria   and   Mosquitoes",   "Air
and     Ventilation1',     "Soils     and
Building   Sites",   "Village   Sanita-
tion ",  have  been incorporated  in
this    new   edition,    Several   new
illustrations*    Indispensable   to
Public Health Officers, Municipali-
ties,   Local   Boards,    Medical   and
Sanitary Students, Etc.
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